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PAGE 01 NATO 02505 221934 Z 
61 

ACTION EUR-25 

INFO OCT-01 ADP-00 CIAE-00 PM-07 INR-10 L-03 NEA-10 

NSAE-00 PA-03 RSC-01 PRS-01 GAC-01 USIA-12 TRSE-00 

MBFR-03 SAJ-01 RSR-01 SS-15 NSC-10 ACDA-19 /123 W 

001887 

R 221817 Z MAY 73 
FM USMISSION NATO 
TO SECSTATE WASHDC 180 
SECDEF WASHDC 

SECRET USNATO 2505 

E. O. 11652: GDS 12/31/81 
TAGS: PFOR, NATO 

SUBJECT: REPORT TO NATO MINISTERS ON MED SITUATION 
REF: ( A) USNATO 2339; ( B) USNATO 2410 

TEXT OF DRAFT REPORT ON MED HAS NOW BEEN CIRCULATED 
( C- M(73)49, AVAILABLE IN NATO REGISTRIES). 

ONLY DISAGREED PORTION IN REPORT IS PARA 63 DEALING WITH ALLIED 
POLICY TOWARDS LIBYAN DANGER AND RESTRICTED AREAS. 

THIS WILL BE CONSIDERED BY POLADS MAY 23 ( REF B) AND 
HOPEFULLY WILL BE RESOLVED BY THE TIME COUNCIL MEETS ( ABOUT 
MAY 30) TO APPROVE AND ENDORSE REPORT TO MINISTERS. 

WE WOULD APPRECIATE AUTHORITY TO APPROVE REPORT. 

MCAULIFFE 

SECRET 
NMAFVVZCZ 
« END OF DOCUMENT » 
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